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ORIGIN AF-06 

INFO OCT-01 ISO-OO OC-05 CCO-OO SY-05 FBO-02 A-01 ( ISO ) R 

DRAFTED BY AF/EX/ASO:TMDAY:GCB 
APPROVED BY AF/EX/ASO:TMDAY 
OC:TL ARSON 
S Y ;PSPAULDING 
AF/EX/BFO:LHEWITT 

034234 

P R 242130Z JUN 75 
FM SECSTATE WASHDC 

TO AMCONSUL LOURENCO MARQUES PRIORITY 
INFO AMEMBASSY PRETORIA 
AMEMBASSY NAIROBI 

CONFIDENTIAL STATE 148385 

E.O. 11652: N/A 

TAGS: ASEC, ABLD 

SUBJECT: PROCUREMENT OF EMERGENCY GENERATOR 

REF: LOURENCO MARQUES 0675 (NOTAL) 

PRETORIA FOR RSO, NAIROBI FOR RCO 
FROM AF/EX 

1. SITE SURVEY, A-064, CALLS FOR TWO GENERATOR IN NEW OB; 

A 40 KW FOR COMM CENTER AND 30 KW FOR REST OF CHANCERY'S 
REQUIREMENTS. THE DISINTEGRATOR WILL EVENTUALLY BE 
POWERED BY THE 40 KW. 

2. DEPARTMENT PLANS TO PURCHASE A U.S. MANUFACTURED 40 KW 
GENERATOR FOR COMM CENTER AND SHIP TO POST. 

3. REFTEL DID NOT STATE POWER CHARACTERISTICS OF THE 
GENERATOR AVAILABLE LOCALLY. IF IT IS APPROX 30 KW AND 
SUITABLE AS THE BACKUP UNIT DEPARTMENT HAS NO OBJECTION 
LOCAL PROCUREMENT. DISINTEGRATOR CAN BE HOOKED UP TO IT 
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UNTIL U.S. PROCURED GENERATOR IS INSTALLED. 
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4. UNLESS POST HAS YEAR END FUNDS AVAILABLE PROCUREMENT 
SHOULDBE DEFERRED UNTIL AT LEASE JULY 1 . KISSINGER 
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